NORTH CAROLINA NEWS COMPANY, DURHAM, 


The Insurance Building with 16 stories above ^ 
the ground, is completely air conditioned t 
Total floor space area is approximately 170,000 ® 
square feet. < 
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R 4 — Insurance Building, Raleigh, N. C. 



Also Home of Radio Station WPTF, 50,000 Watts 



























